CS OO) A Daa (OSS bt 


Gort Cae Go: Shea (NOS SD. ON - bon tS DS DS oh OS ee oe ee eS eS ee et 
Boise Cs: (Oe C6. aed oe ON = I COR BOs a SEO: OO a Oy. Ot UR ONS ree O 











BILL NO. S-91-11- Se 


SPECIAL ORDINANCE NO. S- A J-F 


AN ORDINANCE approving the awarding 
of Reference #2FLP002 by the City of 
Fort Wayne, Indiana, by and through 
its Department of Purchasing and 
HURST TECHNICAL SERVICES, INC. for 
the Three Rivers Filtration Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 

SECTION 1. That Reference #2FLP002 between the City 
of Fort Wayne, by and through its Department of Purchasing 
and HURST TECHNICAL SERVICES, INC. for the Three Rivers 
Filtration Plant, respectfully for: 

the purchase of contractual 

maintenance services during 1992 for 

various electronic and pneumatic 

instrumentsfor the Three Rivers 

Filtration Plant; 
involving a total cost of Fifty-Four Thousand Eight 
Hundred Ten and no/100 Dollars ($54,810.00), all as more 
particularly set forth in said Reference #2FLP002 which is 
on file in the Office of the Department of Purchasing, and 
is by reference incorporated herein, made a part hereof, 
and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





7 EIR * 
Council Member 


APPROVED AS TO FORM 
AND LEGALITY 


4 luth Méd 
J. Timothy ccaulay,) City Attorney 











Industrial and Municipal Instrumentation Maintenance and Systems Engineering 


October 23, 1991 HTS-91130 


Mr. Phillip B. Myers 
Director of Purchasing 
Purchasing Department 
City of Fort Wayne 

One Main Street/Room 350 “I 
Fort Wayne, IN 46802 
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Re: Maintenance Contract Renewal 


os 
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Dear Mr. Myers, 


= 


This correspondence is in response to your request dated © 
October 18, 1991 to extend the maintenance contract for the 
Three Rivers Filtration Plant. Hurst Technical Services, 
Inc. is pleased to inform you that we will extend all current 
prices and costs as they are outlined in the contract and 
summarized below for the time period of January 1, 1992 to 


December 31, 1992. 
Currently, HTS supplies the Three Rivers Filtration Plant 


with three days per week of service and seven days per week, 
24-hour per day emergency call-in coverage for $4,567.50 per 


month. 


We appreciate the continued business of the City of Fort 
Wayne. It exemplifies the City's commitment to helping small 


businesses in our community. 


We look forward to enjoying another year of service to the 
Three Rivers Filtration Plant. If you have any questions 
regarding this correspondence, please feel free to call my 


office anytime. 
Sincerely, 


HURST TECHNICAL SERVICES, INC. 
2 
Pk P Kite 


John P. Lobe 
Vice President 


2511 Taylor Street * Fort Wayne, Indiana 46802 e (219) 432-9362 
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DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. 2FLP002 for contractual 
services of various electronic and pneumatic 
instruments for 1992 for the Filtration Plant. 
The cost reflects the most responsive vendor. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Support and service for 
electronic and pneumatic instruments to measure 
and monitor the operation of equipment and com- 
ponents at the plant that need and require the 
expertise to maintain operation. Hurst Tech. 
Services shall furnish competent personnel, 
tools, test equipment and service. 


IF REPLACEMENT, WHAT NECESSITATES: o 


EFFECT OF NON-PASSAGE: Without these services, 
the plant would be void of personnel to service 
various instruments, electronic gagetry and 
meters to allow a smooth operation of repair 

and functioning of the treatement of water. The 
possibility of mistreatment or over treatment of 
water due to malfunctioning of instruments could 
be quite costly to the City as well as an eminent 
danger to the quantity and quality of the supply 
- of water to the patrons of Fort Wayne, should a 
major shut down occur. Hurst Tech. Services can 
have a service man, that knows this facility on 
hand in less than an hours notice to tend to 

the emergency. 


PRIOR APPROVAL REQUESTED: DATE: 
MONIES INVOLVED: Hurst Tech $54,810.00 
PRICE AGREEMENT: Yes 


PURCHASE ORDER: 
ACCOUNT INFORMATION: Filtration P1 513-521-6354-4363 
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REPORT OF THE COMMITTEE ON CITY UTILITIES 


PAUL M. BURNS, CHAIRMAN 
CHARLES B. REDD, VICE CHATRMAN 
EDMONDS, LONG, SCHMIDT 





WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOHOPESS) approving the awarding 
of Reference #2FLP002 by the City of Fort Wayne, Indiana, by _ 


an rough i epartment o urchasing an 
SERVICES, INC. for the Three Rivers Filtration Plant 























HAVE HAD SAID (ORDINANCE) (RESODUDDON) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (RESOLUTION 
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DATED: /2- “0 ~ 77 - 


Sandra E. Kennedy 
City Clerk 


